To:  R8  GKM  Leadership  Team[R8_GKM_LeadershipTeam@epa.gov] 

From:  Peterson,  Cynthia 

Sent:  Thur  1 0/22/201 5 6:32:49  PM 

Subject:  FW:  APNewsBreak:  EPA  mine  spill  could  have  been  prevented 


Cynthia  Peterson 

Community  Involvement  Coordinator 
Public  Affairs  and  Community  Involvement 
U.S.  Environmental  Protection  Agency,  Region  VIII 
1595  Wynkoop  St.  (80C-PAI) 

Denver,  CO  80202-1129 
303-312-6879  - direct  dial 


From:  Smith,  Paula 

Sent:  Thursday,  October  22,  2015  12:28  PM 
To:  Peterson,  Cynthia 

Subject:  FW:  APNewsBreak:  EPA  mine  spill  could  have  been  prevented 


fyi 


- Paula 


From:  Mylott,  Richard 

Sent:  Thursday,  October  22,  2015  12:22  PM 

To:  Ostrander,  David;  Smith,  Paula;  Hestmark,  Martin;  Card,  Joan;  McGrath,  Shaun;  Williams, 
Laura;  Jenkins,  Laura  Flynn;  Russo,  Rebecca;  Williams,  Caroline;  Logan,  Paul 
Subject:  APNewsBreak:  EPA  mine  spill  could  have  been  prevented 


1792711 


ED  000793  00000311-00001 


Fyi. 


By  Matthew  Brown  Associated  Press 

Posted:  1 0/22/201 5 1 1 :52:53  AM  MDTAdd  a Comment  | Updated:  14  min.  ago 


BILLINGS,  Mont.  (AP)  — Government  investigators  squarely  blamed  the  U.S.  Environmental 
Protection  Agency  Thursday  for  a 3 million  gallon  wastewater  spill  from  a Colorado  gold  mine, 
saying  an  EPA  cleanup  crew  rushed  its  work  and  failed  to  consider  the  complex  engineering 
involved,  triggering  the  very  blowout  it  hoped  to  avoid. 

The  spill  that  fouled  rivers  in  three  states  would  have  been  avoided  had  the  EPA  team  checked 
on  water  levels  inside  the  Gold  King  Mine  before  digging  into  its  entrance,  Interior  Department 
investigators  concluded. 

The  Associated  Press  obtained  the  findings  on  the  Aug.  5 spill  on  Thursday  prior  to  their  public 
release.  The  report  has  implications  across  the  United  States,  where  hundreds  of  thousands  of 
abandoned  mines  have  yet  to  be  cleaned  up. 

The  report  found  that  the  root  causes  of  the  accident  began  several  decades  earlier,  with 
changes  made  by  mining  companies  that  altered  the  flow  of  groundwater  through  a series  of 
interconnected  tunnels  in  the  extensively  mined  Upper  Animas  River  watershed. 

EPA  documents  show  its  officials  knew  of  the  potential  for  a major  blowout  from  the  Gold  King 
Mine  near  Silverton  as  early  as  June  2014.  EPA  officials  described  the  blowout  as  "likely 
inevitable"  because  so  much  water  had  built  up  inside  the  mine. 

The  Interior  report  directly  refutes  that  assertion  and  says  the  cleanup  team  could  have  used  a 
drill  rig  to  bore  into  the  mine  from  above  to  gauge  the  danger  of  a blowout. 

"This  error  resulted  in  development  of  a plan  to  open  the  mine  in  a manner  that  appeared  to 
guard  against  blowout,  but  instead  led  directly  to  the  failure,"  according  to  engineers  from 
Interior's  Bureau  of  Reclamation  who  spent  two  months  evaluating  the  technical  circumstances 
surrounding  the  accident. 

The  engineers  stopped  short  of  assigning  fault  to  any  individuals,  despite  prior  claims  from  EPA 
Administrator  Gina  McCarthy  that  the  probe  would  determine  if  any  negligence  was  involved. 

A U.S.  Army  Corps  of  Engineers  official  who  reviewed  the  report  expressed  "serious 
reservations"  over  the  EPA's  failure  to  explain  exactly  how  its  communications  broke  down,  or  to 
justify  why  its  officials  were  so  insistent  on  starting  the  work  without  more  information  about  the 
engineering  complexities  involved. 

A separate  investigation  into  the  spill  is  pending  from  the  EPA  Inspector  General's  Office. 
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EPA  officials  did  not  immediately  respond  to  a request  for  comment  on  the  report. 

The  accident  fouled  rivers  in  Colorado,  Utah  and  New  Mexico,  temporarily  shutting  down 
drinking  water  supplies  and  cropland  irrigation. 

Guidelines  for  cleaning  up  such  mines  focus  on  details  such  as  water  sampling  and  treatment. 
Yet  they  have  "little  appreciation  for  the  engineering  complexity"  and  require  but  don't  receive 
significant  expertise,  the  Interior  Department's  1 32-page  report  concluded. 
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